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Message Text 

UNCLASSIFIED 

PAGE 01 MOSCOW 00759 181051Z 
ACTION EUR- 12 

INFO OCT-01 EB-07 ISO-OO /020 W 

181053Z 077401 /14 

P R 180924Z JAN 77 
FM AMEMBASSY MOSCOW 
TO USDOC WASHDC PRIORITY 
INFO SECSTATE WASHDC 3174 
AMEMBASSY VIENNA 

UNCLAS MOSCOW 0759 

USDOC FOR BEWT/TPD/ROBB, TDAD/VERZARIU 

VIENNA FOR VONTILLIUS 

E.O. 11652: N/A 
TAGS: BEXP, UR 

SUBJECT: TASHKENT BDO - MEDIZINSKAYA APPARATURA 

1 . IN ADDITION TO BEWT, FOLLOWING WILL BE EXHIBITING AT ABOVE 
EXHIBIT: 

A. USA 

- BECKMAN (AUSTRIAN SUB .) 60 M 2 

- MILES INT'L ( AUSTRIAN SUB.) 20 M 2 

- TECHNICON (AUSTRIAN SUB.) 21 M 2 

- U.S.K.I. 20 M2 

- MILLIPORE 30 M 2 

B. FRG 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 MOSCOW 00759 181051Z 

- DRAGERVERKEN 40 M 2 

- DAIMLER BENZ 80 M 2 

- CORDIS (DOW CHEMICAL) SUB. 35 M 2 

-ERIK EGER 21 M2 
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-SIEMENS 110 M2 

- LABOTRON 40 M 2 

- WILLI RUSSE 20 M 2 

- LABOMED 39 M 2 

C. FRANCE 

- GILFOR 20 M 2 

- PEF 99 M 2 

-MEDTRONIC 18 M2 

D. U.K. 

- EMI 20 M 2 

- MEDELEC 10 M 2 

E. NETHERLANDS 

- VITATRON MED 40 M 2 

- ALMARK 101 M 2 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 03 MOSCOW 00759 181051Z 

F. SWEDEN 

- LKB 80 M 2 

- MEDATE 30 M 2 

G. ITALY 

- BIOMEDIC A 101 M 2 

H. CZECHOSLOVAKIA 37 M 2 

I. DENMARK 150 M2 

2. SEVERAL SOURCES HAVE INDICATED THAT THIS EXHIBIT IF FOR THE 
PRIMARY PURPOSE OF SUPPLYING A NEW POLYCLINIC SPECIALIZING IN 
CARDIOLOGY. THE POLYCLINIC IS REPORTED TO BE A BRANCH OF THE 
PETROVSKY INSTITUTE OF CARDIOLOGY IN MOSCOW. 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 

3. SUGGESTED ITINERARY FOR DR. SILVERBERG IS ETA MOSCOW, MARCH 26, 

PA 44; DEPART MOSCOW MARCH 28, SU 663; DEPART TASHKENT, APRIL 12, 

SU 664; DEPART MOSCOW (OPEN). PLEASE SEND VISA INFO ASAP. 

4. IF POSSIBLE, CAN TPD QUERY ASSOCIATIONS AS TO AVAILABILITY OF 
FILMS ON MEDICAL EQUIPMENT. EITHER 16 MM CASSETTES FOR FAIRCHILD 
PROJECTOR, IMM (NON-SOUND), OR 35 MM SLIDES FOR SHOWING DURING 
EXHIBIT. ALSO WOULD BE HELPFUL TO HAVE LARGE GRAPHICS FOR WALLS 
(CAN BE SENT APO IN A TUBE). 

TOON 


UNCLASSIFIED 


NNN 
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